PHILIP MORRIS 

U.S.A. 

100 PARKAVENUE, NEW YORK, N. Y. 10017 TELEPHONE (212) 678-1B00 


December 17, 1981 


Mr. Richard Andersen 
General Manager 
Richmond Braves 
3001 North Boulevard 
Parker Field 

Richmond, Virginia 23230 
Dear Dick: 

Many thanks for your letter of November 20th. Please accept 
this as Philip Morris' commitment to again participate on the 
outfield fence at Parker Field for the Richmond Braves 1982 
baseball season. 

It is my understanding that the cost will be $900. When you 
have repainted the sign, please forward a photograph to me 
along with your invoice. 

All best wishes for a happy holiday season and a prosperous 
New Year. 


Cordially, 
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MARLBOHO BENSON S HEDGES MERIT VIRGINIA SLIMS PARLIAMENT SARATOGA CAMBRIDGE ALPINE MULTIFILTER 


Source: https://www.industrydocuments.ucsf.edu/docs/tzmn0004 
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